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The Maltese Falcon (1941), director John Huston's first film, starring 
(from left to right) Humphrey Bogart, Peter Lorre, Mary Astor, and Sidney 
Greenstreetj plays one night only, Wednesday, September 30, at 7:30. pm, 
at The Cleveland Museum of Art. Admission is free. The Maltese Falcon 
is one of the many free feature-length films offered by the Museum each 
year. For information, call The Cleveland Museum of Art at 421-7340. 
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